CHAP. IY   APPARATUS FOR EXACT  GAS ANALYSIS     91

is taken out of the mercury trough, may he vigorously
shaken and a rapid absorption, effected.

FIG. 52.

To drive the gas from the pipette back again into
the measuring bulb, the apparatus is brought into the
position shown in Fig* 52.